





TERMINATOR 2 Video 


Exclusive import for Finland, Norway, Sweden, Denmark, 
Belgium, Holland, Luxemburg, Germany, Austria, Switzerland, 
Italy, Yugoslavia, Turkey, Greece, Hungaria, Czechoslovakia. 

Distributor’s List available from NOVA APPARATE, Hamburg 
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